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Atlantic Bridge 


Bulk Carrier - 79,513 d.w.t. 
(ex Dorsetshire) 


Captain Grey E.H 
Chief Eng Officer Findlay A 





Chief Officer Boyle P 
2nd Officer Gibson S.H 
3rd Officer Magner J.R.P.V 
Radio Officer Walsh J.D 
Purser Maldonado A 


Carpenter 
Serang (Engine) 
Cook 
Storekeeper 


2nd Eng Officer Godfrey A.P 
3rd Eng Officer Lambert P.W 
4th Eng Officer Jones A.D 
Ext 4th Eng Officer Summerfield J 
5th Eng Officer Ratnayake S.L 
Jnr Eng Officer Arrowsmith D.R 
Electrical Officer Howley J 
2nd Elect Officer Hird A 
Blease T.V 
Chowdhury R.K 
Goribullah 
Ahmad M 





Berkshire 
Bulk/Car Carrier - 31,475 d.w.t. 


Captain Butterworth J.J 
Chief Eng Officer Worthington T.C 





Chief Officer Owen H.R 
2nd Officer Wilkinson J.K 
Uncert Officer Begg M.S 
Radio Officer Waller R.A 
Purser Rose J.(p) 


Cook 


2nd Eng Officer Clark J.D 

3rd Eng Officer Coltman L.T.M 

4th Eng Officer Douglas P.F 

Jnr Eng Officer Pownall R 

Engineer Cadet Thompson R 

Engineer Cadet Barton F 
Electrical Officer Rose J.(I) 

Hung W.K 





Cheshire IV 
Geared bulk Carrier - 31,475 d.w.t. 


Captain Arthur K 
Chief Eng Officer Milligan T.W 





Chief Officer 
2nd Officer 
Uncert Officer 
3rd Officer 
Deck Cadet 
Deck Cadet 
Radio Officer 
Purser 


Chief Officer 
2nd Officer 
3rd Officer 

Radio Officer 

Purser 





Hursey W.A 2nd Eng Officer Turner T.A 
Kumarasinghe K.R 3rd Eng Officer Blaxland M 
Allen D.J.V Ext 3rd Eng Officer Powell R 
Hughes (m) P 4th Eng Officer McDonald D.J 
Wood N.J Engineer Cadet Pawson B.S 
Baird |.H Engineer Cadet Henderson E.P 
Hopwood W.S Electrical Officer Higgins D.D 
Oates J.W.H 
C.P.0 Pui C.K 
G.P.Mechanic Hop Y.K 
Cook WaS 
Leading Steward Fai Y.C 
Coventry City 
General Cargo - 10,720 d.w.t. 
Captain Woodfield J.R 
Chief Eng Officer Shackleton J.H 
Taylor R.1 2nd Eng Officer Bentley L.F 
McLeod D.T 3rd Eng Officer Kearney A.P 
Howland P 4th Eng Officer Seymour G.F 
Emmett R.P 5th Eng Officer Hague J.R 
Barraclough J.L Electrical Officer Gorman E.P 
2nd Elect Officer Grange | 
Bosun Culley J 
Carpenter Peacock W 
Cook Swan R.W 


2nd Steward 


Riding J.M 





Dart America 
Container - 28,488 d.w.t. 


Captain Winter M.J 
Chief Eng Officer Baker | 





Chief Officer Watchorn D 2nd Eng Officer Awberry A 
2nd Officer Perkins B 3rd Eng Officer Restall M.J 
Ext 2nd Officer Griffiths P 3rd Eng Officer Gray R 
Deck Cadet Buckeridge G 3rd Eng Officer Ford H 
Radio Officer Cross P Electrical Officer Shaw P.H 


Purser Brain V 
Bosun Dunford J 
Senior Mechanic Walters A 
Cook Plunkett J 
2nd Steward Andrews P 


Dart Atlantic 
Container - 28,488 d.w.t. 


Captain Ashton A.F 
Chief Eng Officer Williams K 





Chief Officer Thomas C 2nd Eng Officer Jenkins F 
2nd Officer Bayliss E.W 3rd Eng Officer Nicholson J 
Ext 2nd Officer Morris T 3rd Eng Officer Jones F 
Radio Officer Wilmot M.K 3rd Eng Officer Walker J 
Purser Matthews A Electrical Officer McRae A 


Bosun_ Higgins D.D 
Senior Mechanic Kayser D 
Cook Maddams R 
2nd Steward Burns D 





Derbyshire III 


General Cargo - 14,827 d.w.t. 


Captain Mills M.C 
Chief Eng Officer Renney E.C 





Chief Officer 
2nd Officer 
3rd Officer 
Deck Cadet 
Deck Cadet 
Deck Cadet 
Deck Cadet 

Radio Officer 

Purser 


Bath A.L 
Edwards R.A.F 
Nyunt M.T 
Townend R.| 
Johnson L.H.M 
Gallagher D.A 
Slater J.A 
Beyer C.L 
Capes J.T 


Carpenter 


Serang (Deck) 
Serang (Engine) 


Cook 


Storekeeper 


2nd Eng Officer 
3rd Eng Officer 
4th Eng Officer 
Jnr Eng Officer 
Jnr Eng Officer 
Engineer Cadet 
Engineer Cadet 
Electrical Officer 


Rolling W.J 
Bose S.K 
Mitra S 
Singh J 
Nabi N 





Halifax City 
General Cargo - 8,718 d.w.t. 


Renney E.C 
Stevenson W.A 
Penny D.N 
Swan A 

Selby C.G 
Tetlow D.R 
Bishop C.F 
Jones R.D 


Captain Taylor J.R 
Chief Eng Officer Collins R.H 





Chief Officer 
2nd Officer 
3rd Officer 

Radio Officer 

Purser 


Appleton J.K 
Smith D.E 
Courtney B.T.E 


De La Grense (Marconi) 


Heaslip G 


Bosun 


Carpenter 


Cook 


2nd Steward 


2nd Eng Officer 
3rd Eng Officer 
4th Eng Officer 
5th Eng Officer 
Jnr Eng Officer 
Electrical Officer 
Keatley J 
Pestell B 
Maddocks P 
Moore R 


Collins R.H 
Nelson A 
Allen C.R 
Crabtree T 
Maslen J.F 
Holt G 


Lincolnshire 
Gas Carrier - 31,296 cubic metres 


Captain Butler M.J 
Chief Eng Officer Jones R.M 





Chief Officer Gosden D.W.F 2nd Eng Officer Hay W 
2nd Officer Roberts W.E 3rd Eng Officer Ratcliffe A.T 
Ext Chief Officer Anderson K 4th Eng Officer Steinson T.J 
3rd Officer Kunze A.R 5th Eng Officer Palmer W.E 
Radio Officer Melia A Ext 5th Eng Officer Hanks W.R 
Purser Miley D Electrical Officer Butterworth A.D 


Bosun Coleman E.B 
Cook Ritchie G 
2nd Steward Hughes R 





Montreal City 
General Cargo - 8,718 d.w.t. 


Captain Routledge J.D 
Chief Eng Officer Bubbear G.H 





Chief Officer Payne A.D.C 2nd Eng Officer Gray A.W 
2nd Officer Strange D.J 3rd Eng Officer Perera Y.D.N.J 
3rd Officer Bird K.R 4th Eng Officer Lamb S.G 
Radio Officer Needham (Marconi) H 5th Eng Officer Hartley M 
Purser Bristow K.R Jnr Eng Officer Gallagher L.A 


Electrical Officer Roberts D.K 
Bosun McDonald D.J 
Carpenter O'Neill J 
Cook Taylor J 
2nd Steward Owens J 





Oxfordshire 
Bulk/Car Carrier - 31,770 d.w.t. 


Captain Hine D 
Chief Eng Officer Twamley D.G 





Chief Officer Nisbet M.R 2nd Eng Officer Long G.| 
2nd Officer Maddison R 3rd Eng Officer Byrne P 
Uncert Officer Williams P.G 4th Eng Officer Harris J 
3rd Officer Webster R.A Engineer Cadet Edmunds A.N 
Deck Cadet McCluskey D.W Engineer Cadet Escott C.M 
Deck Cadet Best J.W.R Electrical Officer Ritchie R.S 


Radio Officer Glover G.F 
Purser Maskell T 
Bosun HiL.T 
Cook Shing Y.F 
Leading Steward Lan Y 


Pacific Bridge 
Oil/Bulk/Ore Carrier - 79,308 d.w.t. 


Captain Pierce E.A.A 
Chief Eng Officer Tennet G 





Chief Officer Reeves M.M 2nd Eng Officer Hesketh C.S 
2nd Officer Bell R.N 3rd Eng Officer Turner W.G 
3rd Officer Hodgkinson J.H 4th Eng Officer O'Donnell J.F 

Radio Officer Cunnison A.J 5th Eng Officer Eastwood H.D 

Purser Callon J Jnr Eng Officer Beveridge J.C 


Jnr Eng Officer Nicholson G.J 
Electrical Officer Sutherland K 
Carpenter McHugh G 
Serang (Deck) HuqgA 
Serang (Engine) Bardham R.C 
Cook Sardar B.B 
Storekeeper Elias M 





Shropshire 
Cargo Liner - 12,060 d.w.t. 


Captain Clayton D.R 
Chief Eng Officer Pearson W.E 








Chief Officer McLeod K 2nd Eng Officer McCarthy J.S 
2nd Officer Set A 3rd Eng Officer Ignacio R 
3rd Officer Schneiter W.A 4th Eng Officer Morton R 
Deck Cadet Bell S 5th Eng Officer Unsworth E 
Deck Cadet Taylor R.W Jnr Eng Officer McGuigan P 
Deck Cadet Ashcroft M.E Electrical Officer Thomas A 

Radio Officer Matheson D.M 

Purser Cowen G 
Carpenter Hughes (c) P 
Serang (Engine) Roy S.N 
Cook Toyab 
Storekeeper Rouf A 
Toronto City 


General Cargo - 10,720 d.w.t. 


Chief Officer Donnellan M.T 
2nd Officer Thomas D.H 
3rd Officer Folley W.D 

Radio Officer Owen H.R 

Purser Grey R.W 


Bosun 
Carpenter 
Cook 

2nd Steward 


Captain Moore A.R 
Chief Eng Officer Green H 


2nd Eng Officer 
3rd Eng Officer 
4th Eng Officer 
5th Eng Officer 
Jnr Eng Officer 
Electrical Officer 

Connor W 

Nicholas D.F 

Traynor F 

Scarffe-Cody M 


Stronge R.R 
Robinson A.J 
Bibby J.G 
Fitzsimmons R 
McGuigan P 
Tuson R 





Warwickshire 
General Cargo - 15,924 d.w.t. 


Captain HudsonA 
Chief Eng Officer Stokes G.W 





Chief Officer Milton W.R.F 
2nd Officer McWilliam J.M 
3rd Officer Kuczynski R.V 
Radio Officer Fell A.E 
Purser Whitefoot-Greenland T. 


Carpenter 
Serang (Deck) 
Serang (Engine) 
Cook 


2nd Eng Officer 
3rd Eng Officer 
4th Eng Officer 
5th Eng Officer 
Jnr Eng Officer 
Electrical Officer 
Blakely W.A 
Burman G.R 
Das A.M 
Gomez J 


McConnell R.J 
Lawrenson J 
Cook J 
Kilcummins P 
Alexander C.J 
Davidson R.M 


Westminster Bridge 
Bulk Carrier - 73,350 d.w.t. 


Captain Carlise H.E 
Chief Eng Officer Robertson A 





Chief Officer Gavin J.S 2nd Eng Officer Kirchin F.R 
2nd Officer Brown D.M 3rd Eng Officer Kenyon J 
3rd Officer Hanlen B.A 4th Eng Officer Jesson W 

Radio Officer Ferry W.J 5th Eng Officer Smith F.K 

Purser Page D.F Jnr Eng Officer Givens T 


Bosun 
Carpenter 
Cook 

2nd Steward 


Jnr Eng Officer 
Electrical Officer 
2nd Elect Officer 

Purbrick D.R 
Miller A.J 
McClennan C.P 
Calleja A 


Cooney D.S 
Black M 
Hadfield A 


Wiltshire 


Gas Carrier - 15,495 cubic metres 


Captain McLeod R.F 
Chief Eng Officer Ashcroft T.S 





Chief Officer Fletcher P.W 
2nd Officer Williams J.H 
3rd Officer Corcoran J.A 

Radio Officer Stenton S.W.A 

Purser Standish R.F 


Ext Chief Eng Officer 
2nd Eng Officer 
3rd Eng Officer 

Ext 3rd Eng Officer 
4th Eng Officer 


McLeod-Brown R 
Smith M.D 

Craig C.G 
Pendergood W.K 
Haden R.D 


Burden J 
Chedotal F.J 


5th Eng Officer 
Electrical Officer 
Bosun_ Dick J.C 
Cook Brayley R.G 
2nd Steward Robson R.W 


Worcestershire IIT 
General Cargo - 14,827 d.w.t. 


Captain Horn M.J 
Chief Eng Officer Owen D.R 





Chief Officer Lightfoot A.F Jnr Chief Eng Officer Ellis J.W 
2nd Officer Bowers K.P.G 3rd Eng Officer Mathieson D.R 
Ext 2nd Officer Morris T.N 4th Eng Officer Prescott R.D 
3rd Officer Gooding J.E 5th Eng Officer Radford S.J 
Deck Cadet McDowell D.C Jnr Eng Officer Surtess J.G 
Deck Cadet Capper P.H Electrical Officer Higson A 
Deck Cadet Christmas P 
Radio Officer O'Brien M.J 
Purser Reed A 
Carpenter Tregidgo A.J 
Serang (Deck) Rashid A 
Serang (Engine) Das S.S 
Cook AzizA 
Storekeeper Hossain M 


